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Perfect 

Water supply: score - 

For cows 5 

For milk house 5 

Milk house: 

Construction 5 

Equipment 5 

Cleanliness 5 

Care and cleanliness of utensils 5 

Is house detached? . Lighted? — — — . Ventilated? . 

Milkers and milking: 

Health of attendants 5 

Cleanliness of milking 10 

Handling the milk: 

Prompt cooling 5 

Efficient cooling 5 

Storing at low temperature 5 

Total score 100 

Sanitary conditions are excellent . Good . Medium . Poor 



Suggestions by inspector . 

Milk or cream from dairies falling below 45 in the rating as indicated above will be 
excluded from sale in Elyria during 1911-12; milk or cream from dairies falling below 
50 will be excluded from sale in Elyria during 1913, and thereafter. 

Penalty. 

Sec. 27. Whoever violates any provision of the above resolution, or obstructs or 
interferes with the execution thereof, or willfully or illegally omits to obey any pro- 
visions of said resolution, shall be fined not to exceed $100, or imprisoned for not to 
exceed 90 days, or both; but no person shall be imprisoned hereunder for the first 
offense, and the prosecution shall always be as and for a first offense, unless the affidavit 
upon which the prosecution is instituted contains the allegation that the offense is a 
second or repeated offense. 

Sec. 28. This resolution to be in force and effect from and after October 1, 1911. 

'Ordinance adopted July 28, 1911.] 

TONKBBS, N. T. 

PRIVIES, CESSPOOLS,' DRAINS, AND SEWERS. 

Sec 74 . It shall be the duty of the owner of every building now or hereafter erected 
u on any land adjacent or accessible to a public sewer, to cause said building to be 
properly connected with such sewer, and no house hereafter erected shall be inhabited, 
occupied , or used by any person before the same shall be connected with a public sewer, 
if practicable. 

Sec. 75. Wherever it is practicable to connect any premises in the city with a pub- 
lic sewer, it shall not be lawful for any person to construct any vault, privy, water- 
closet, sink, drain, school sink, or cesspool thereon, for receiving or discharging any 
excrement, sewage, or slops, and the owner of such premises shall not suffer or permit 
any privy, vault, school sink, or cesspool to remain thereon after notice from the health 
officer to discontinue the use thereof, but shall empty and fill in the same in the man- 
ner prescribed by the health officer. 

Sec. 76. No privy, vault, or cesspool shall be allowed to remain on any premises 
or shall be built in the city of Yonkers unless when unavoidable and in accordance 
with the terms of a permit issued by the health bureau. The sides and bottom of 
every privy, vault, cesspool, or school sink in the city of Yonkers must be imperme- 
able, and secure against any saturation of the walls or ground above the same. 

Sec. 77. Where no public sewer is accessible in outlying districts, and where water- 
tight cesspools are not considered by the health officer to be an immediate necessity, the 
system of drainage of residences containing one or more acres of ground shall consist 
of two cesspools and a drain to be constructed in the following manner: The first cess- 
pool to be divided by a partition and to connect to second by a tight pipe; the second 
cesspool to be sufficiently large to contain all overflow from the first for two days, and 
to syphon into system of blind drain sufficiently large to absorb sewage; the drain to 
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be at least 1 foot below the surface of the ground. Every part of the whole system 
to be at least 75 feet from any brook or stream, and from land belonging to other parties. 

Sec. 78. No connection by overflow or otherwise shall be made, constructed, or 
continued with or from any refrigerator, tank or cistern to or with any cesspool, privy, 
vault, water-closet, sewer or house drain, except only such as shall first discharge freely 
into the open atmosphere. 

Sec. 79. No person shall draw off, or allow to run off into or upon any ground, street, 
or place in the city of Yonkers the contents, or any part thereof, of any vault, privy, 
cistern, cesspool, or sink; nor shall any owner, tenant or occupant of any building to 
which any vault, sink, privy, or cesspool shall appertain or be attached, permit the 
contents, or any part thereof to flow therefrom, or to rise within 2 feet of any part of 
the surface of the adjoining ground, or permit said contents to become offensive. 

(a) Every tenement, boarding or lodging house shall be provided with the best or 
most approved water-closet, and in no case shall there be less than one water-closet 
for every 15 occupants in a boarding or lodging house, and not less than 1 for every 
2 families for dwelling houses. 

Sec 80. (6) Every tenement and boarding house shall have city or other water 
furnished in sufficient quantity at one or more places on each floor occupied or intended 
to be occupied by one or more families. 

Sec 80. Every person who shall be the owner, lessee, keeper or manager of any 
tenement house, boarding house, lodging house, hotel or manufactory, shall provide, 
or cause to be provided, for the accommodation thereof and for the use of the tenants, 
lodgers, boarders and employees thereat, adequate privies or water-closets, and the 
same shall be so well ventilated and shall at all times be kept in such a cleanly and 
wholesome condition as not to be offensive, or be dangerous or detrimental to life'or 
health . And no offensive smell or gases from or through any outlet or sewer, or through 
any such privy or water-closet shall be allowed by any person aforesaid to pass into 
such house or any part thereof, or into any other house or building. 

Sec 81. No person shall throw into or deposit in any vault, sink, privy or cesspool, 
any offal, ashes, meat, fish, garbage, or other substances, except that of which any 
such place is the appropriate receptacle. 

[Part of ordinance adopted Dec. 16, 1911.] 



